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28 ELECTRICAL SERVICE UNIT 


DESCRIPTION AND PRINCIPLES OF OPERATION 
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1. GENERAL 


1.01 The 28 electrical service units serve as 

an area of concentration for the wiring of 
28-type apparatus and provide mounting facili- 
ties for various electrical assemblies and com- 
penents. 


1.02 The eperational facilities provided bythe 

electrical service unit vary, depending 
upon the number and complexity of functions 
performed by the set. 


1.03 Complete operation of anelectrical serv- 

ice unit requires connection with ether 
components of the set withwhich it is used. Ad- 
ditional information concerning the support 


functions of the unit may be found in sections 
discussing specific cemponents and complete 
sets. Only independent features of the electri- 
cal service unit are discussed in this sectien, 
under Principles of Operation, 


2. DESCRIPTION 


2.01 The electrical service unit (Figure 1) 

consists, basicaliy, ef a meta] frame, or 
chassis, and a number ef mounting plate assem- 
blies, The chassis has four legs that permit the 
unit to be turned upside down for maintenance 
purposes, Cutouts for routing cables or mount- 
ing switches andcentrols, as required, are pro- 
vided. The mounting plate assemblies are in- 
stalled on the blank top of the chassis. Unused 
positions are occupied by blank mounting plates. 
Terminal boards and cables, required for in- 
terconnection of the assemblies with other com- 
ponents, are provided by the installed assem- 
blies. 


2.02 Some of the features that may be mount- 
ed on the unit are listed below: 


(a) Line shunt relay assembly. 

(b) Sine (pelar) relay assembly. 
{c) Rectifier assembly. 

{d) Line test key assembly. 

(e) Capacitor-resistor assembly. 
(f) Moter control assembly. 

(g) Signal line limiting resistance. 
(b) Convenience outlets (115 ac). 
(i) Convenience outlet fuses. 


(j) Power switch (may be installed directly 
on chassis). 


(k) Selecter magnet driver. 
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Figure 1 - Typical 28 Electrical Service Unit 
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3. PRINCIPLES OF OPERATION 


LINE SHUNT RELAY (Figures 1 and 2) 


3.01 The aignai line is connected through the 

line shunt relay contacts, elther to the 
line relay or directly to the selector magnets of 
a receiving unit; eg, a typnig unit is shown in 
Figure 2. The solenoid ef this relay is con- 
trolled by the main power switch and, lf present, 
the motor control mechanism. If power is re- 
moved from the set, through opening of the 
main power switch or by action of the motor 
contrel mechanism (3.09), the relay releases 
and maintains signal line continuity while by- 
passing the local unit. 


LINE REL Y (Figures 1 and 2) 


3.02 The line relay is used to reduce the ef- 

fects of line distortion or to convert a 
polar sign2] to the neutral form required by the 
selector magnets. The relay has two windings: 
one, the line winding, is operated by the signal 
line and the other, the bias winding, is operated 
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by a local dc source, such as the rectifier as- 


sembly (3.05). peration of the relay is as fol- 
lows: 


$.03 Signal Line Spacing: During a spacing 

(no current) pulse, current from the local 
de source energizes the bias winding, causing 
the armature to be attracted to the space con- 
tact. In this position, no current is supplied to 
the selector magnets. 


3.04 Signal Line Marking: During a marking 

(current) pulse, the signal line current 
applied to the line winding is of sufficient mag- 
nitude to create a magnetic flux that overcomes 
the attraction of the bias winding. The relay 
armature is attracted to the mark contact, which 
connects the local dc source to the setector 
magnets. 


RECTIFISR SSEMBLY (Figure 1) 


3.05 The rectifier assembly (Figure 1) con- 
sists of a power transformer, two semi- 
conductor type rectifiers arranged for full-wave 
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Figure 2 - Line Relay Circuit 


Page 3 


SECTION 573-133-100 


rectification, anda fllter capacitor. Rectifier 
assemblies are available providing outputs of 
120, 300, and 500 ma., respectively, Each pro- 
vides 120 vde from an input of 115 vac (t 5v), 
50 to 60 cps, single phase. The output of the 
rectifier 15 normally used in local circuits, such 
as the receiving unit selector magnets (3.01), 
the line relay bias winding (3.02), and the line 
test key assembly (3.07). The rectifier supply- 
ing 120 ma is generally adequate for applica- 
tions such as the KSR, ROTR etc. The 300 ma 
and the 500 ma rectifier assemblles are neces- 
sary when additional external equipment are 
used. 


SIGNAL LINE LIMITING RESISTANCE 


3.06 Used in place of the line relay (3.02), an 

assembly cootaining a fixed or variable 
resistor (rheostat) may be (nstatled to mit the 
signal line current to either 0.020 or 0.060 
amperes. 


LINE TEST KEY ASSEMBLY 


3.07 The line test key assembly permits 

manual shunting of the signal line for 
independent operation of the set. The assembly 
may be wired to draw 0.020 or 0.060 amperes 
from the local dc sapply. BR contains an addi- 
tional set of contacts that may be used to pro- 
vide audible or visual indications. 


CAPACITOR-RESISTOR ASSEMBLY 


3.08 An assembly composed of a capacitor 

and resistor may be used to permit the 
operation of such local components as the ac/dc 
series governed motor unit or the line test key 
assembly from a direct dc source. 


MOTOR CONTROL MECHANGBMS 
A. Relay Motor Control Mechanism 


3.09 The relay motor controimechanism pro- 

vides contre) of motors under two dlf- 
ferent operating conditions. Connected to con- 
trol a separate loop, the relay motor control 
mechanism will stop all motors in the loop each 
time loop battery is applied or removed. Con- 
nected in the signal Mine circuit, the mechanism 
will stop all motors in the circuit whenever the 
signal line current is reversed. 
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3.10 The relay motor control mechanism con- 

sists of a solenoid operator, a single- 
pole, double-throw enclosed switch, a terminal 
block, ané a cable for interconnection with the 
motor control and power terminal block of the 
electrical service unit. A rectifier assembly 
which mounts on the termina! block is required 
for reversed sigttal line operation. 


3.11 Ia separate motor control loop operation, 

the contacts of the switch are placed ip 
the motor power circuil. Control power, which 
is externally supplied, energizes the solenoid 
causing the switch contacts to change position. 
The switch contacts may be connected for motor 
start when the solenoid is energized and motor 
stop when the solenoid ts de-energized, or motor 
start when the solenoid is de-energized and 
motor stop when the solenoid is energized. Re- 
sistors may be required to limit the control line 
current. 


3.12 In reversed signal line current opera- 

tion, the solenoid {s inserted ia the signal 
line circuit. The rectifier assembly is bridged 
across the solenoid coli with polarization that 
permits current flow when signals are being 
received. The rectifier exhibits a very low re- 
sistance in the forward direction, resultlng in a 
negilgible current flow through the solenoid 
coli, and minimum distortion of the signal. The 
switch coptacts are connected in the motor 
power circuit to provide a closed circult when 
the solenoid is de-energized. Reversing the 
polarity of the signal line current causes the 
solenoid to operate and the switch contacts to 
change position and open the motor power circuit. 


B. Electrical Motor Control Mechanism 
{Figures 1 and 3) 


3.13 The electrical motor contro] mechanism 

is controlled by stgnals generated by an 
externa) source such as a typlng unit stunt box 
contact or by a keyboard or base unit time delay 
me chasusm that responds to an idle signal line 
condition. When the mechantsm is wstalled, 
the set’s wiring is such that the circuit through 
the line shunt relay is under the control of the 
motor power switch inthe motor control mech- 
anism. The contacts of the line shunt relay 
shunt the selector magnets rather than the sig- 
nal line. Whenthe motor is de-energized by the 
electrical motor contro] mechanism, the line 
shunt relay is de-energized and its contacts 
shunt the selector magnets. This automatically 
sets uw the double biank function in the typing 
unit stunt box and results in the lockingup of the 
keyboard. The following descriptlon covers the 


STOP MAGNET 
ARMATURE 


ARMATURE 


ISS 1, SECTION 573-133-100 


MOTOR 
SWITCH 


Figure 3 - Electrical Motor Control Mechanism 


operation of the electrical motor control mecha- 
nism through a complete cycle. 


Stop Position 


3.14 In this position the motor is shut down, 
the line shunt relay is de-energized, the 
selector magnets are shunted, and the constant 


Signal line current holds the start magnets en- 
ergized. The start magnet armature is posi- 
tioned toward the right, where it is held by the 
latch lever. The motor power switch, operated 
by the stop magnet armature, is open aad the 
original line switch completes the start magnet 
circuit. 
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Open Line Position 


3.15 Io this position, the Sigua) line is open, 

the start magnets are de-energized, and 
the start magnet armature is released. With the 
release of the start magnet armature, the latch 
lever is also released, permitting the stop mag- 
net armature to swing toward the left. The 
movement of the stop magnet armature is 
blocked, however, by the start magnet armature 
and is not sufficient to change the positions of 
the motor power and signal line switches. 


Start Position 


3.16 in this position, the signal line is closed, 

and the start magnets have been ener- 
gized, the start magnet armature moved down- 
ward and the stop magnet armature released. 
The release of the stop magnet armature en- 
abled the motor power and signal line switches 
to operate. The operated signal line switch 
Shunted the start magnets from the signal line 
circuit. The operated motor power switch com- 
pleted the circuit through the line stunt relay, 
removed the Shut from the selector magnets, 
and completed the circuit to the motor unit. 
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Stop Position 


3.17 The electrical motor control mechanism 

will return to the stop position and stop 
the motor unit whena pulse is received from 
the cotrol circuit {8.13}. The pulse momen- 
tarily energizes the stop magnet, causing the 
stop magnet armature to swing to the right and 
operate the motor Power and signal llne switches. 
The signal line switch places the start magnet 
coilsintothe signal line circuit. The start mag- 
net colis are then energized and the start mag- 
net armature is pulled downward. This permits 
the iatch lever to engage the stop magnet and 
bold it in tbe stop position. The operated motor 
power switch opens the circuit through the line 
shunt relay, shunting the selector magnets and 
opening the circuit to the motor unit. 


SELECTOR MAGNET DRIVER ASSEMBLY 


3.18 The selector magnet driver assembly is 

a solid-state device which repeats the 
line signals ina form that will effectively op- 
erate a selector mechanism. The assembly is 
normally used in place of the line relay for this 
equigment. For a detailed description of the 
selector magnet driver operation, refer to the 
applicable publications. 
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